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REF: BRUSSELS 5615, LONDON 9486 

1 . WE HAVE FEELING THAT DAVIGNONHASOVER-REACTED TO 
EAILURE EC COUNCIL MAKE PROGRESS TOWARD COMMON ENERGY 
POLICY. WE BASE THIS VIEW IN PART ON REETEL B AND 
INEORMATION FROM UK EMBASSY WASHINGTON TO THE EEFECT THAT 
BRITISH HAVE ASSURED ERENCH THAT THEYARE NOT TRYING TO 
BACK AWAY EROM THEIR EARLIER COMMITMENTTOTHE DEVELOPMENT 
OE ACOMMON ENERGY POLICY. WE ALSO UNDERSTANDTHAT FRENCH 
HAVE TENTATIVELY INDICATED TO THE BRITISHTHAT THEY NOW 
SHARE SOME OF THE BRITISH RESERVATIONS REGARDING THE TONE 
AND CONTENT OE THE DRAET RESOLUTION CONSIDEREDON 

JULY 23/24 AND ARE RETHINKING THEIR POSITION WITH A VIEW 
TO POSSIBLY PRESENTING A NEW DRAFT FOR EC COUNCIL 
CONSIDERATION IN SEPTEMBER. 

2. IT WOULD BE HELPEUL IF EMBASSY LONDON COULD SUGGEST 
TO APPROPRIATE BRITISH OEEICIALS THATTHEY UNDERTAKE TO 
REASSURE DAVIGNON REGARDING UKPOSITION ON EC COMMON 
ENERGY POLICY AND INEORM HIM OP THEIR DISCUSSIONS WITH 
ERENCH. 

3. EMBASSY BRUSSELS SHOULD REPLY TO DAVIGNON THAT WE DO 
NOT RELIEVE THAT EVENTS AT EC COUNCIL SHOULD 

CAUSE US TO LOSE ANY MOMENTUM IN ECG IN OUR EFPORTS TO 
REACH AGREEMENT IN PRINCIPLE ON AN lEP. YOU SHOULD ALSO 
PASS TO HIM OUR UNDERSTANDING BASED ON DISCUSSIONS WITH 
BRITISH THAT UK HAS NOT PULLED AWAY FROM ITS COMMITMENT 
TO A COMMON EC ENERGY POLICY. 

4. YOU SHOULD ALSO INEORM DAVIGNON THAT WHILE ENDERS 
REGRETS IT IS IMPOSSIBLE POR HIM TO ARRIVE BRUSSELS BEPORE 
MONDAY MORNING, HE LOOKS PORWARD TO OPPORTUNITY TO DISCUSS 
THIS AND OTHER SUBJECTS WITH HIM PRIOR TO WORKING 
LUNCHEON. INGERSOLL 


CONPIDENTIAL 


NNN 


Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENERGY, INTERGOVERNMENTAL COOPERATION, FOREIGN POLICY POSITION, NEGOTIATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 62892 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JLKATZ:BM 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740203-0794 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974071 3/aaaaalbv. tel 

Line Count: 96 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: BRUSSELS 5615, LONDON 9486 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 JUL 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24-Jul-2001 by kellerpr>; APPROVED <24 JUN 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INTEGRATED EMERGENCYPROGRAM - ECG MEETING 
TAGS: ENRG, FR, EEC 
To: LONDON BRUSSELS 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



